From: Barry Cadden 

Sent: Thursday, August 05, 2010 4:32 PM 
To: gchin@neccrx.com 
Subject: RE: naloxone 

OK. ...we have extended the BUD for this lot. .they are a IE now 180 days. 


From: Glenn Chin 

Sent: Thursday, August 05, 2010 4:18 PM 
To: Barry Cadden 
Subject: RE: naloxone 

We still have 4 Liters left of lot#6/28. The first lot is already all gone. 


From: Barry Cadden 

Sent: Thursday, August 05, 2010 2:51 PM 
To: Glenn Chin 
Subject: naloxone 

Just recycle the "new" lot that you currently have do not make a new one. Just send out for a sterility test only...as 

long as the quant came out OK on first round. I am going to extend BUD to 180 
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